HARRY N. MARTIN, P. O. BOX 324, ASHEVlLLEj 
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PLACE 
ONE CENT 
STAMP 
HERE 





312 — Green Park Hotel, Alt. 4,000 Ft., Blowing Bock, N. C. 







